b Dart Aerospace Ltd. 


Date: Thursday, 11/24/2005 12:15:06 PM 
User: Linda Lacelle 


Process Sheet 


Customer : CU-DAROO1 Dart Helicopters Services Drawing Name : BEARPAW KIT (19"X24") 
Job Number : 24965 

Estimate Number : 10323 

P.O. Number τρία Part Number : K10008 

This Issue : 11/24/2005 5.Ο.Νο. : lA Drawing Number : D2432 REV F3 

Prsht Rev. : NC Project Number : N/A 

First Issue : Alp Type : MACHINED PARTS Drawing Revision : F3 


Previous Run : ple Material :wlA "ne 


Written By : Se Conn ean beja) Due Date : 12/10/2005 : 20” Um: Each 


Checked & Approved By : t be 
Comment : Est Rev:J 04.02.17 Blank size changed KJ/JLM 


Additional Product 


Job Number: | 


ΙΙ 


Seq. #: Machine Or Operation: Description : 
1.0 DOCUMENT CONTROL 


DC 


Comment: DOCUMENT CONTROL 

Photocopy bluefile: 

K10008 

D206-559-013 

D350-578-011 

D315-670-011 

D427-659-011 

and create labels per PPP K10008 

CHG006(Bag Bluefiles separately) ἂν νά f (4 ( Sic a) 


MUHMWB10 UHMW 1” Black 


Comment Qty: 3.4116 sf(s)/Unit Total: 68.2311 sf(s) 
blank: 19.500" x 24.00" x 1.00" thick (+0.030/-0.000) per DSK086-5 
Material: Black UHMW 1" 
(MUHMWB10) 
Batch; Μ rj oss 

HAAS CNC VERTICAL MACHINING #1 


HAAS1 


Comment: HAAS CNC VERTICAL MACHINING #1 


1-Inspect material for defects or damage prior to machining 
2-Machine as per Folio and Dwg 02432 Identify as D2432F 


3-Deburr 


Page 1 Form: rprocess 
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Dart Aerospace Ltd 


WORK ORDER CHANGES 
Approval 


PROCEDURE CHANGE Chief Eng / 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 
QA: NIC Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


DATE | STEP | Description of NC — Corrective Action - ection B - Verification | Approval | Approval 
Section A Initial Action Description Sign & Section C Chief Eng | QC Inspector 
Chief Eng Chief Eng Date 


ij 
H:\fFORMS\Quality Assurance\approved QA\NCRWO RevD 
| 


Thursday, 11/24/2005 12:15:07 PM 
User: Linda Lacelle Process Sheet 
Customer: CU-DAROO1 Dart Helicopters Services Drawing Name: BEARPAW KIT (19'X24") 


ΠΠ} 


Machine Or Operation: Description : 


2 INSPECT PARTS AS THEY COME OFF MACHINE 


Comment: INSPECT PARTS AS THEY COME OFF MACHINE σ-ζα 67.55 


8 SECOND CHECK 
Comment: SECOND CHECK QU C 1 
PACKAGING RESOURCE #1 : [ 


ΡΑΟΚΑΟΙΝΟ 1 
Comment: PACKAGING RESOURCE #1 
Pick Packing Kit 


D2182B050 Rubber Cushion 


Part Number: K10008 


Job Number: 24965 
Job Number: 


Comment: Qty: — 6.0000 Each(s)/Unit Total: 120.0000 Each(s) 

Pick: Packing Kit 

Qty Part Number Description Batch 

6 21828050 Rubber Cushion 323/22— 
Radius Block 


D2274 


Comment: Qty: 12.0000 Each(s)/Unit Total: 240.0000 Each(s) l 
Pick: Packing Kit 
Qty Part Number Description Batch 


© 12 D2274 Radius Block f2u0( 6 Cymey B 91979 xSe 
^ 2 D2432F(ref only) Bearpaw 24076 


D2438 p 


Comment: Qty.: — 6.0000 Each(s)/Unit Total: 120.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 


6 D2438 Camp [5332/7 ἐῴνιφ BIKE qi ^c, 
| RISO amer 


Page 2 Form: rpracess 


τ πα Ltd 


WORK ORDER CHANGES 
Approval 
STEP | PROCEDURE CHANGE Chief Eng/ | Approval 
Part No: PAR #: Fault Category: NCR: Yes Νο DQA: Date: 
QA: NIC Closed: Date: 


WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action. Section B 


NOTE: Date ἃ initial all entries - 


H:MFORMS' Quality Assurance\approved QA\NCRWO RevD 


Thursday, 11/24/2005 12:15:07 PM 
ασε Process Sheet 
Customer: CU-DAR001 Dart Helicopters Services Drawing Name: BEARPAW KIT (19"X24") 


Job Number: 24965 Part Number: K10008 


Ce MNA 


Machine Or Operation: Description : 
D2529 


Comment: Qty: — 12.0000 Each(s)/Unit Total: 240.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 
12 D2529 Washer 


D2732050 Rubber Cushion 


Comment: Qty: — 6.0000 Each(s)/Unit Total: 120.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 


6 2732-050 Rubber Cushion BOY 18 2 


AN415A 


Comment: Qty: — 12.0000 Each(s)/Unit Total: 240.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 
12 AN4-15A Bot 01256C 


AN417A 


Comment: Qty: — 12.0000 Each(s)/Unit Total: 240.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 
12 AN4-17A Bot {iS y 22- 


AN960JD416 


IA TA 


Comment: Qty: — 24.0000 Each(s)/Unit Total: 480.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch’ 
24 ANO60JD416 Washer MIEL b 


Page 3 Form: rprocess 


Dart Aerospace Ltd 
WORK ORDER CHANGES 


Approval A 
pproval 
DATE | STEP Aes Eng! QC Inspector 


Part No: , PAR #: Fault Category: NCR: Yes No DQA: Date: 


QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


| Description of NC — Corrective Acton - pall) B - Verification | Approval | Approval 
; Section A Initial Action Description Sign & Section C Chief Eng QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality Assurance\approved QANCRWO RevD 


Thursday, 11/24/2005 12:15:07 PM 


Customer: CU-DAROO1 Dart Helicopters Services 


ΙΙ 


Seq. ff: Machine Or Operation: 


Job Number: 24965 
Job Number: 


MS21042L4 


DLL 


User: Linda Lacelle Process Sh eet 


Drawing Name: BEARPAW KIT (19"X24") 


Part Number: K10008 


Description : 


Pick: Packing Kit 
Qty Part Number Description Batch 


12 MS21042L4 Nut (or-4) 017997 


4 


Comment: Qty: 12.0000 Each(s)/Unit Total: 240.0000 Each(s) 


INSPECT 100% KITS FOR COMPLETENE S 


Comment: INSPECT 100% KITS FOR COMPLETENESS 
PACKAGING 1 


PACKAGING RESOURCE #1 


Joslialo 


Comment: PACKAGING RESOURCE #1 
Identify and pack for shipping as per PPPK10008 
Location: 


DOCUMENT CONTROL 


Rev £ 


Comment: DOCUMENT CONTROL 
Inspection Level 21 


Sac orz 


Job Completion 


Page 4+ 


Form: rprocess 


ΜΙ E 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Wo: Ἢ 
DATE | STEP PROCEDURE CHANGE 


Part No: | PAR #: Fault Category: NCR: Yes No DQA: Date: 
| QA: N/C Closed: Date: 


Corrective Action Section B Verification | Approval | Approval 
Action Description m & Section C Chief Eng | QC Inspector 
ate 


Approval 
Qty | ChiefEng/ Approval 
Prod Mgr ΠΗΡΕ 


NOTE: Date & initial all entries - 


H:MFORMS Quality Assurance\approved QA\NCRWO RevD 


A |99.03.03 | ADD BEC 9143 
Fe| ocos 25 [gon was eos Be | 
{F3 | 02-01-23 [ccdery ὥσε ems οἩ- RF 


0.375 (TYP) 
R2.000 


eo 
R0.375 (TYP) 8 
ΒΟ.500 (TYP) = 


ENGRAVE LOGO TO MAX 
DEPTH OF 0.012. ENGRAVE 
PART AND BATCH NUMBERS 
TO MAX DEPTH OF 0.010. 
(TYPICAL LOCATION AS 

ILLUSTRATED) 


N9IS3Q 


3j 


σι 5086 


y 
A 


> 0-43 CB0RE 


90.260 (TYP) 
40-75—G'BoRE- 


0.30 DEEP FROM BOTTOM 


(LEAVE ο. ἐδο Min) 


0.375 ΩΝ 


Zt 5036 
ἐσσο 66 
ΤΟ 8Ο 96 
96 5Ώ 96 


ΝΘΙ530-38 | φζ 1086 


ἑΕ ΟΙ 56 


[ 42. 
25. 


FUL 


GIN 3ovdsON3v lava Aq s66, 1u6uÁAdo) 


1015 3AON 
MYd3v38 


H1d3Q0 3409,9 ONY 3808 39NVHO 
3ῃ55! MJN 


T PATTERN 


«ΤΙ 
3A.03443 


BEND AFTER MACHINING | 
(02432B ONLY) Επ (REF) 


| — —— 13.80 — ——] 

D2432F: BEARPA 
MATERIAL: UHMW BLACK PER SPEC CONTROL DRAWING D2689 
1.00 THICK (MACHINE TO 0.950) 


50318 
VOVNVO 'OBVINO “ἀΜΠΒΞ3ΧΜΝΗ 


Q11 3ovdSOSN3V Lava 


N/d 4 ONY 8 σαν ‘3408.9 39NVHO 
ShIOVH 33O8 'Hld3Q 3308,0 39NVHO 


DESIGN DRAWN BY 5 
| Vee 

"m DRAWING NO. REV. F 

DART ji aom: E SHEET 2 OF 2 
SCALE 


RO.125 OR 0.063 X 45° 
CHAMFER (TYP) 


RO.375 OR 
0.25 X 45' 
CHAMFER (TYP) 


v 
ᾳ Š URN e 
8 y <— 314 —> E 
RG S 


SECTION A-A 


M PL 


SECTION C-C 


Copyright 1995 by DART AEROSPACE LTD 


Work Order: 2456x 
ber: 1» Z4 OZ. 


DART AEROSPACE LTD 


Part Num 


Description: Bearpaw 


Inspection Dwg: D2432 Rev: F3 
FIRST ARTICLE INSPECTION CHECKLIST 
[ x | First Article [ | Prototype 


Inspection Sheet Actual ; Method of ' 
Drawing Dimension Accept. | Reject Inspection Pus 
0.063 x45* | +0.030/-0.010 
5.500 +/-0.030 
c 


ed 


[ ΗΕ ΕΕ ΗΝ. 


> 


O 


0.200 4-0030 lo 202 
0.25 x 45° 40.0800 |. οι. 
ΒΟ.250 +/-0.030 


0.250 260 
0.625 


0.375 PE 


19.000 +/-0.030 EUN 


τισ. 
90.260 +0.005/-0.000 πα 
+0.030/-0.000 ἘΝ 
2] ? ut 


«Ὁ 


— 


— 


Mr 


0.30 


ο 7375 4-000 |η «ας 
4.250 +/-0.010 - 
2.000 +/-0.030 = 
9.000 9010 fg | — 
0.375 +/-0.010 " "n 
Eu E 
Measured by:| (, Audited by: d Ao Prototype Approva!: / 
Date! os7 fer | ος] 5 Pal 
[Rev | Date | Chang Revis: d ie 
04.01.09 | New Issue KJ/RF — 
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Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval 
DATE | STEP PROCEDURE CHANGE het Eng/ | Approval 
Prod Mar nspector 


Part No: PAR #: Fault Category: NCR: Yes No DQA: _ Date: T 
QA: N/C Closed: | Date: 


Corrective Action Section B 


; NOTE: Date & initial all entries. 
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